NH Electric Energy (Default) Service Rates Comparison (for all customers not choosing a competitive supplier) 
Updated January 31, 2012 


Utility 

Residential & Small Business 
Rate 

Large Commercial & 
Industrial Rate 

Notes 

PSNH 

8.314/kWh (eff. Jan. 1, 2012) 
(Was 8.894/kWh in 2011) 
Proposed 9.49<t/kWh rate for 
effect asap* (when PUC approves 
LtMiipurdry scriiuutr idle iiiLrtMsej 

Same as residential & small 
business 

Next rate change when PUC 
approves temporary scrubber rate 
recovery; next update is July 1, 2012 

Unitil 

8.024/kWh (Nov. '11 - April '12) 

Feb. 6.72<t/kWh * 
Mar. 6.69t/kWh * 
April 6.744/kWh * 

Unitil procures all default service 
through an RFP to competitive 
suppliers. 

Next rate change is May 1, 2012 
Large C&I rates change monthly 
through a filing each quarter; 
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resiueiiLiai aim siiian uusmess rai.es 
change every 6 months 

National Grid 

7.744/kWh (Nov '11 - April '12) 

Feb. 7.50<t/kWh 

IVldlLll D.J i fUM-/KVVll 

April 6.084/kWh 

National Grid procures all default 
seiviLe Liiiuuyii dii ivrr 10 
competitive suppliers. 
Next rate change is May 1, 2012 
Large C&I rates change monthly 
through a filing each quarter; 
residential and small business rates 
change every 6 months 

NH Electric 
Coop 

8.434/kWh 

8.43<t/kWh 

Coop rate is not regulated by the 
PUC. 


*Rate may be higher if implementation date of scrubber temp rate is delayed beyond March 1, 2012. 


